Although the Romanian research is affected by the economic and financial crisis, INCDMTM representatives have won two medals at Geneva The 39th International Exhibition of Inventions in Geneva, Switzerland, has brought to the representatives of the National Institute for Research and Development in Mechatronics and Measurement Technique in Bucharest a gold medal and a silver one The Gold award winning invention is called: mechatronic system for measuring angular movements - DIGITIR - and it is authored by the engineers: PhD Gheorge I Gheorge, PhD Paul Beca, Neculai Mocanu, Paul Ancuta, Mircea Olaru, Iulian Ilie, while the displacement system on two rectangular directions, authored by PhD eng Iulian Vasile, has won the silver medal Mechatronic system for measuring angular movements - DIGITIR "The success of the INCDMTM researchers shows that despite the turmoil that affects the national economy and especially under-funding, high-tech areas such as Mechatronics continue to produce competitive results, " said Professor Ph D Eng Gheorghe Ion Gheorghe, general manager of INCDMTM The award-winning products provided by INCDMTM at Geneva are complex high-tech achievements, applicable in very precise angular measurements and positioning in static and dynamic conditions and equipments - like NC and CNC systems - included in machine tools and other technological equipment, such as intelligent control industrial robots / micro-robots 